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DIRECTOR OF CENTRAL INTELLIGENCE 
Security Committee SECOM-A-221 


6 August 1979 


AGENDA 
Two Hundred and Twenty Fourth Meeting 
Wednesday, August 15, 1979, 1000 Hours 
Room 7D32, Langley Headquarters Building 


Preliminary Comments 

ITEM 1 Approval of Minutes, SECOM-M-225 

ITEM 2. Reports of Subcommittee and Working Group Chairmen 
ITEM 3. Interagency Training Center resource needs 

ITEM 4 DCID 1/11 revision 

ITEM 5S New Business 


ITEM 6 Next Meeting 
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